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CATHEDRAL  OF  THE  PINES 

Rindge,  N.H.,  unique  in  all  the  world,  national 
memorial   for  Women  War  Dead. 

Photo  by  Russ  White 


45724-C 


dp 


MADE  SY 

DEXTER  PBESVINC. 

WEST  KVACK,  NEW  TO(W 


